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1. FTR Switzerland 

- New filter making specifications have been prepared 
for filter 34.7320 PMUPC, a dual acetate + Dico 
filter manufactured for PUG Munich, for project Gamma 
Ultra No 405. 

- The Marlboro cigarette making specs (MLF 21 - MLK 15 
MLH 04 - MFM 03) have been modified in view of the 
second 3-month test with a standardized specific 
weight (at 12 %) and standardized AccuRay limits. 

- On August 1, 1981, all dilution specs were changed! 
to the new US value (range):. 

- A new packing version of the Brunette filter BRF 003 
is sold: in Poland. 


2. PMH Holland 

A new packing version: of the Mercedes Specially Mild, 
MED 084, is sold 1 in San Marino. 


3. PMG Germany 

- Since 3.8.1981, PMG Munich has produced flarlboros with an 
ETNA rate of 4 instead of 2 The corresponding ciga¬ 
rette-making specs (MLF 10 - MLK 30 - PLL 01) have been 
adapted: accordingly. 

- The first modified packing specs have been filed for 
the use of pack labels/blanks with "Warning..." text 
(sale Germany). 

- Specs for new packing versions have been prepared for 

- Merit Filter, MER 049, sale Greece 

- Philip' Morris Super Light PMS 070, sale Belgium 

- Philip Morris Super Light PMS 075, sale Luxemburg: 

- Following: "Brand protection" 1 type productions in 1980 
and April,, 1981, the sale of Merit has become official 1 
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in Great Britain. PMG Munich processes the tobacco 
(blend MG 005, with UK-type flavouring), on behalf 
of Weltab, Bruxelles, manufacturing the cigarettes. 

- A complete set of specifications is available for 
project GAMMA-'JK "BEAUMONT" No 369, Philip Morris 
Super Lights (cigarette PMS 02):, for sale in Great 
Britain. The blend, PM 016, has UK flavouring, with 
four new recipes for Burley treatment and blend. 

- A complete set of specifications is available for 
project GAMMA-DB 1 , a Philip Morris Light American Blend 
cigarette, for sale in Germany. The cigarette is PMT 01. 

An existing blend and filter are used. 

- A complete set of specifications is available for 
project GAMMA ULTRA, No 405, a: Philip Morris Ultra Light 
cigarette (cigarette PMU 01), for sale in France. 

An existing filter and an existing blend are used. However 
the blend is treated' with an increased amount of flavour. 


4, WELTAB 

- The cigarette making spec for Merit, MER 09, for sale 
in Great Britain, has been brought up to date. 

- The cigarette making specs for MLF Marlboro (MLF 22-23): 
have been modified in view of the 3-month 1 standardized 
weight and AccuRay test. 


5. LAURENS SA GENEVA ' 

The complete specs file of this licensee has been updated. 


6. PME STANDARD RECIPES 

The two recipes MERUK-PC and MERUK-AC have been re-issued,, 
four other recipes have been completed (new Philip Morris 
cigarettes manufactured in Munich). 


7. MATERIAL SPECIFICATIONS 

Three other sections of the "Usage of material" book 

3 
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have been updated and distributed (ingredients, 
tipping papers, glues):. 


Material specs have been submitted to : 


- cigarette papers 

- filter papers 

- filters 

- tipping papers 


to Schoel'ler & Hoesch 
to Schoeller & Hoesch 
to Baumgartner SA 
to Benkert GmbH 


The modified material specs for the Benkert tipping papers 
contain several new denominations and correct paper 
substances, as agreed upon with the supplier. 


8. SPECIFICATIONS' ON EDP 

The work of the project teaim, including representatives 
of FTR's purchasing, cost, production, PME personnel 
and' a COMSERV specialist, as well as a SOPA representative, 
is supposed to start on' 15.9.1981. 



CAF/caf/AUGUST 28, 1981 
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